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March 30, 1987 


The Honorable Robert Gates STAT 

Acting Director 

Central Intelligence Headquarters 
Central Intelligence Agency 
Washington, D.C. 20505 

Dear Mr. Gates: 


| 87-1 328x 


Texas 

Instruments 



It was our pleasure to participate in a meeting at the Agency on March 4, 
1987, to explore avenues of increased cooperation and awareness with industry. 
The meeting caused us to reflect on your needs and our capabilities in some 
depth. In response to your request for feedback, we offer in the attached 
compilation our thoughts in the following areas: 


• Artificial Intelligence 

• Data Base and Related Technology 

• Speech Technology 

• Infrared Technology 

• Microelectronics Technology 

• Software Development Technology 

• Detection and Neutralization Technology 

• Chemical Warfare Against Vehicles 

If you desire further information, please contact: 

Dr. Granville Ott 
Texas Instruments Incorporated 
P.O. Box 655936, M.S. 105 
Dallas, Texas 75265. 

214/995-4592 


GHH:nt 

Attachment 


Sincerely, 


Jerry R. Junkins 

President and 

Chief Executive Officer 


H. Heilmeier 


Dr. George 
Senior Vice President and 
Chief Technical Officer 
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